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Funds  from  this  ONR  grant  were  used  to  fabricate  and  assemble  a  nearly  identical 
replacement  for  a  Modular  Micro  structure  Profiler  (MMP)  lost  during  ONR-funded  AESOP 
work  in  Monterey  Bay  in  August  2006.  Funds  were  available  to  us  in  September  2007, 
fabrication  began  in  December  2007,  and  the  MMP  was  finished  in  January  2009.  The  new 
MMP  was  successfully  tested  in  Puget  Sound  and  taken  on  a  research  cruise  in  Monterey  Bay 
in  April  2009. 

The  fabrication  took  longer  than  anticipated  since  the  CD-archived  electronic  drawing  files 
were  unreadable  and  backup  printed  drawings  had  to  be  used.  As  a  result  of  the  extra  costs 
incurred,  we  omitted  the  Turbidity  Sensor  and  Dissolved  Oxygen  sensor.  Approximately 
$42. 8K  was  spent  on  engineering  time,  $39. IK  spent  on  machine  shop  (time  and  materials), 
and  $11.1  spent  on  sensors. 


